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Title of update or article Year 

** Almonds 

* European Community i 

The EC eon dee maximum allowable aid for Tree Nut Program. 1991 

Implementation of the EC Tree Nut Program in Spain and Italy 1991 

* Greece 

World Almond Situation 1991 

* India . 

India suspends issuance of import licenses for almonds. 1991 

ee ree p , ; 

Tree Nut Semiannual Situation and Outlook 1991 

The EC changes maximum allowable aid for Tree Nut Program. 1991 

Implementation of the EC Tree Nut Program in Spain and Italy 1991 

World Almond Situation 1991 

* Morocco 

World Almond Situation 1991 

* Portugal 

World Almond Situation 1991 

* Soviet Union ; : 

Export credit guarantees have been extended to the Soviet Union for almonds. 1991 

* Spain ji y ’ 

Tree Nut Semiannual Situation and Outlook 1991 

The EC changes maximum allowable aid for Tree Nut Program. 1991 

Implementation of the EC Tree Nut Program in Spain and Italy 1991 

World Almond Situation 1991 
* Turkey a : 

World Almond Situation 1991 
* United States ; 

World Almond Situation 1991 

** Almonds, shelled 

* United States f 

U.S. shelled almond exports are up 5 percent in 1990/91. 1991 
** Almonds, unshelled 

* United States ; : 

U.S. unshelled almond exports climbed 53 percent in 1990/91. 1991 
** Apples 

* Argentina | ; 

Deciduous Fruit and Table Grape Update: World Apple and Pear Outlook and Southern Hemisphere Focus 1991 
* Australia | : 

Deciduous Fruit and Table Grape Update: World Apple and Pear Outlook and Southern Hemisphere Focus 1991 
* Bolivia 

U.S. Apple Exports: Recent Developments 1991 
* Brazil 

U.S. Apple Exports: Recent Developments 1991 
* Canada : . a Aw , 7 nes 

Canada’s National Tripartite Stabilization Committee has announced the final stabilization payouts to 1991 
rowers for their 198 aon ‘ , " 

Canadian report recommends formation of a national marketing agency for apples. 1991 
U.S. Apple Exports: Recent Developments F > d 1991 
Revenue Canada, Customs and Excise, announces new "normal values" used to calculate anti-dumping duties on 1991 
imports of U.S. Delicious apples, effective November 21, 1991. 

* Chile 

Deciduous Fruit and Table aeee Update: World Apple and Pear Outlook and Southern Hemisphere Focus 1991 
The Chilean Fresh Fruit Indus . ew ‘ 1991 
The 1990/91 Chilean fruit export season is nearly over; kiwi exports increased fastest of all products. 1991 
World Fresh Deciduous Fruit pdate 1991 
* Costa Rica. f . 

Market Opportunities in Costa Rica for U.S. Apples, Grapes, and Pears 1991 
Market Opportunities in Costa Rica for U.S. Apples, Grapes, and Pears 1991 
The Government of Costa Rica has adopted new economic measures. 1991 
U.S. Apple Exports: Recent Developments 1991 
* El Salvador 

U.S. Apple Exports: Recent Developments 1991 
* European Community ; 

World Fresh Deciduous Fruit Update 1991 
* Finland ’ Ff 

Finland has reformed its import market for apples and pears. 1991 
* France ; p 

French spots and pear trade estimates are revised. 1991 
U.S. Apple Exports: Recent Developments 1991 
* Germany 

U.S. Apple Exports: Recent Developments 1991 
* Greece : 

U.S. apples now are allowed entry into Greece. 1991 
* Hong feos 

U.S. Apple Exports: Recent Developments 1991 
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Title of update or article 


* Indonesia 
Indonesia announces a major import dere 


U.S. Apple Exports: Recent Pakicfestee package for fresh fruit and other horticultural products. 


* Japan 
U.S. le Exports: Recent Developments 
World Pesh Deciduous Fruit Update 


* Korea 
U.S. Apple Exports: Recent Developments 


* Mexico 
U.S. peyhe Exports: Recent Developments 
Prospects are likely to continue to be excellent for U.S. deciduous fruit 


* Netherlands 
U.S. Apple Exports: Recent Developments 


* New Zealand 

Deciduous Fruit and Table Grape Update: World Apple and Pear Outlook and 
* ORE he 

U.S. Apple Exports: Recent Developments 


* Saudi Arabia 
U.S. Apple Exports: Recent Developments 


* Singapore ‘ 
Singapore: A Growing Market for Fresh Temperate Fruit 
U.S. Apple Exports: Recent Developments 


South Africa 
ciduous Fruit and Table Grape Update: World Apple and Pear Outlook and 


os 


Spain 
-S. Apple Exports: Recent Developments 


q* qG* 


Taiwan 
-S. Apple Exports: Recent Developments 


Thailand 
-S. Apple Exports: Recent Developments 


Gt 


a 


Turke 
rkey has reduced the total number of agricultural commodities receiving 


United Kingdom 
-S. Apple Exports: Recent Developments 


* United States | : : 

Market Opportunities in Costa Rica for U.S. Apples, Grapes, and Pears 
U.S. exports of deciduous fruits to Venezuela show promise. 

U.S. arte Exports: Recent Developments : 2 
Prospects are likely to continue to be excellent for U.S. deciduous fruit 
World Fresh Deciduous Fruit Update. 

U.S. apples now are allowed entry into Greece. 

Revenue Canada, Customs and Excise, announces new "normal values" used to 
imports of U.S. Delicious apples, effective November 21, 1991. 


cq* 


* Venezuela : . : 
U.S. exports of deciduous fruits to Venezuela show promise. 
U.S. Apple Exports: Recent Developments 


* World 
Deciduous Fruit and Table Grape Update: 
World Fresh Deciduous Fruit Update 


** Apricots 


* Argentina 
Decidious Fruit and Table Grape Update: World Apple and Pear Outlook and 


* Australia 
Deciduous Fruit and Table arene Update: World Apple and Pear Outlook and 
World Outlook for Canned Deciduous Fruit 


* Chile 
Deciduous Fruit and Table Beare Update: World Apple and Pear Outlook and 
The Chilean Fresh Fruit Industry 


World Apple and Pear Outlook and 


* New Zealand 
Deciduous Fruit and Table Grape Update: World Apple and Pear Outlook and 


* Singapore . 
Singapore: A Growing Market for Fresh Temperate Fruit 


* South Africa 
Deciduous Fruit and Table Grape Update: World Apple and Pear Outlook and 


* United States ; f 7 
U.S. exports of deciduous fruits to Venezuela show promise. 


* Venezuela 7 , F 
U.S. exports of deciduous fruits to Venezuela show promise. 


** Apricots, canned 

* Greece : ; 
World Outlook for Canned Deciduous Fruit 
Canned Deciduous Fruit — Semiannual Update 
* South Africa , : 

Canned Deciduous Fruit — Semiannual Update 
* Spain " . 
World Outlook for Canned Deciduous Fruit 
Canned Deciduous Fruit — Semiannual Update 


** Artichokes 


* Chile 
Chilean artichoke exports have taken an upturn. 


exports to Mexico. 


Southern Hemisphere Focus 


Southern Hemisphere Focus 


export subsidies from 116 to 89. 


exports to Mexico. 


calculate anti-dumping duties on 


Southern Hemisphere Focus 


Southern Hemisphere Focus 


Southern Hemisphere Focus 


Southern Hemisphere Focus 


Southern Hemisphere Focus 


Southern Hemisphere Focus 
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Title of update or article 
** Asparagus 


* Japan 
Japanese white asparagus production declines as imports of canned asparagus gain. 


** Avocados 


* Chile 
The 1990/91 Chilean fruit export season is nearly over; kiwi exports increased fastest of all products. 
* 


France F ; 
French imports of U.S. avocados declined sharply in 1989/90. 


* New Zealand 
USDA has proposed that fresh avocados from New Zealand be allowed to enter the United States. 


* United States 
French imports of U.S. avocados declined Ser eey in 1989/90 
USDA has proposed that fresh avocados from New Zealand be allowed to enter the United States. 


** Bananas 


* Cameroon , : 
World Banana Situation Q 
A Proposal on the EC Banana Import Regime After 1992 


* Canada f : 
World Banana Situation 


* Colombia ’ ; 
World Banana Situation 


* Costa Rica | ; 
World Banana Situation 


* Cote d’Ivoire 
World Banana Situatio 
A Proposal on the EC. Banana Import Regime After 1992 


* Dominican Republic 
World Banana Situation 


* Ecuador 
World Banana Situation 


* European Community 

ahs ae fth Session of the FAO Intergovernmental Group on Bananas will be held in Madeira, Portugal, June 
World Banana Situation ? 

A Proposal on the EC Banana Import Regime After 1992 


* Germany : ; 
World Banana Situation 
* Guatemala | ; 
World Banana Situation 


* Honduras : ; 
World Banana Situation 


Jamaica 
World Banana Situation 
* Japan Fj , 
World Banana Situation 
* Korea ; ? ] 
Korea liberalizes imports of horticultural products. 


* Nicaragua | : 
World Banana Situation 


* Panama , : 
World Banana Situation 


* Portu 
Bhs Tyelfeh Session of the FAO Intergovernmental Group on Bananas will be held in Madeira, Portugal, June 


* St. Lucia _. , 
World Banana Situation : 
A Proposal on the EC Banana Import Regime After 1992 


* St. Vincent, ‘ 
World Banana Situation ‘ 
A Proposal on the EC Banana Import Regime After 1992 


* Suriname ’ ’ 
World Banana Situation 


* United States ; 
World Banana Situation 


* Venezuela . : 
World Banana Situation 


lorld 
The Twelfth Session of the FAO Intergovernmental Group on Bananas will be held in Madeira, Portugal, June 
World Banana Situation 
** Beans 


* 


lunga 
The Government of Hungary announced that permits are no longer needed to import and export most goods and 
services. 


** Blueberries, frozen 


* United States é 4 
U.S. exports of frozen blueberries were up substantially during marketing year 1990/91. 


Year 


1991 


1991 


1991 


Month 
May 


August 
February 
March 
Februa 
March wy 
July 
November 
July 
July 
July 


July 
November 


July 
July 
June 
Novenben 
July 
July 
July 
July 
July 
February 
July 
July 


June 


July 
November 


July 
November 


July 
July 
July 


June 
July 


April 


December 
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27 


27 


27 
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Title of update or article 
** Cabbage 


Hungary 


* 
The Government of Hungary announced that permits 


Jarvices. are no longer needed to import and export most goods and 


* Japan 


Because of pepe eyoed weather in Japan during September and early October, domestic shipments of fall 


vegetables have declined sharply in recent weeks 


** Canned fruit 


* Chile ; 
World Outlook for Canned Deciduous Fruit 


* European Community \ 
World Outlook for Canned Deciduous Fruit 
The U.S./EC Canned Fruit Agreement 


* South Africa : : 
World Outlook for Canned Deciduous Fruit 


* wUnited States ; 
The U.S./EC Canned Fruit Agreement 


** Carnations 

* Colombia 

Production and Trade of Fresh Cut Flowers in Selected Countries 
Production and Trade of Fresh Cut Flowers in Selected Countries 


* United States 
Production and Trade of Fresh Cut Flowers in Selected Countries 


** Carrots 
* Hunga 


The Goverhment of Hungary announced that permits are no longer needed to import and export most goods and 


services. 
** Cashews 


* Kenya z 7 d 
Kenya cashew nut industry is revived. 


** Cherries 
* Austral 


alia 
Deciduous Fruit and Table Grape Update: World Apple and Pear Outlook and Southern Hemisphere Focus 


* Chile 
The Chilean Fresh Fruit Indus 


* Singapore : ; 
Singapore: A Growing Market for Fresh Temperate Fruit 


* United States ; , . 
U.S. exports of deciduous fruits to Venezuela show promise. 


Deciduous Fruit and Table ee Update: World Apple and Pear Outlook and Southern Hemisphere Focus 
ry 


* Venezuela 2 ; F 
U.S. exports of deciduous fruits to Venezuela show promise. 


** Cherries, canned 


* France ; ’ 
World Outlook for Canned Deciduous Fruit 
* Ital 


t 
World Ott look for Canned Deciduous Fruit 
Canned Deciduous Fruit — Semiannual Update 


* Japan : , 
World Outlook for Canned Deciduous Fruit 


** Chrysanthemums 


* Colombia ; . 
Production and Trade of Fresh Cut Flowers in Selected Countries 


* United States ‘ : 
Production and Trade of Fresh Cut Flowers in Selected Countries 


** §6Citrus 

* Argentina 7 
World Citrus Situation 
World Citrus Situation 
* Australia | p 
World Citrus Situation 
* Brazil , ; 
World Citrus Situation 
z ile : . 
World Citrus Situation 
x : rus : 

edits tranean Citrus Outlook 


2 t 

Medi fSeranean Citrus Outlook 
* Gaza 

Mediterranean Citrus Outlook 
World Citrus Situation 


* Greece 
Mediterranean eoaet Outlook 
World Citrus Situation 
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Title of update or article 


* Israel 
Mediterranean “Gelty Outlo 
Israeli cp erus deliveries otee behind 1990 shipments. 


Israel’s total fresh citrus export forecast for 1990/91 has been reduced by 16 percent to 393,000 metric 


tons based on a smaller citrus harvest. 
World Citrus Situation 


* italy , 
Mediterranean Citrus Outlook 


ie japan . 3 
World Citrus Situation 
* Mexico 


Mexico’ total citrus OE eee in 1990/91 is forecast at a record 3.43 million tons. 


World Citrus Situatio 


On ation 436 USDA lifted import restrictions on citrus fruit from Mexico imposed under citrus canker 


regula 
Tm 


citrus” crop in Mexico in 1991/92 (November-October) has been affected by a drought. 


* Morocco 
Mediterranean Citrus Outlook 
World Citrus Situation 


* South Afric 
World Citrus Situation 


Spain 
Nei bervanesh Citrus Outlook 
World Citrus Situation 


* 


Turke 
Mediterranean Citrus Outlook ; a 
Turkey has reduced the total number of agricultural commodities 


* United States 
U.S. citrus esrouce are expected to decrease in 1990/91. 


Citrus Exports 
World Citrus Situation 


receiving export subsidies from 116 to 89. 


On July 23, USDA ittfea import restrictions on citrus fruit from Mexico imposed under citrus canker 


regula ions. 
* 


world ad Citrus Situation 


* 


r 
World Bieras roduction, supply, and distribution 
World Citrus Situation 


** Corn, sweet, canned 
* United States 
U.S. 
1990/91 
** Corn, sweet, frozen 
* United States 


i S. frozen sweet corn ry edad in the ag 20/82 (July-June) marketing year were down 3 percent in volume, up 


1 percent in value from the previous year 
** Cranberries, frozen 


* Cana 


peooee sweet corn exports declined in quantity, increased in value the market year (August-—July) 


Getuany Himports frozen berries for a variety of uses, primarily within the food industry. 


* German 


Germany imports frozen berries for a variety of uses, primarily within the food industry. 


* United States 


Germany imports frozen berries for a variety of uses, primarily within the food industry. 


** Cucumbers 
* Hunga 


The Goverhment of Hungary announced that permits are no longer needed to import and export most goods and 


services. 


The Government of Hungary announced that permits are no longer needed to import and export most goods and 


services. 


Mexic 
Flooding in the Mexican state of Sinaloa during late December 1990 has damaged an estimated 3,000 hectares 
a 


of vegetables. 


** Cut flowers 


* Colombia ; : 
Production and Trade of Fresh Cut Flowers in Selected Countries 


* Costa Rica , ; 
Production and Trade of Fresh Cut Flowers in Selected Countries 


* Germany 3 ’ 
Production and Trade of Fresh Cut Flowers in Selected Countries 


* Turkey , ae 
Turkey has reduced the total number of agricultural commodities 


* United States ‘ f 
Production and Trade of Fresh Cut Flowers in Selected Countries 


** Eggplant 
* Hunga 


receiving export subsidies from 116 to 89. 


The Goverhment of Hungary announced that permits are no longer needed to import and export most goods and 


services. 


* Mexico 
Flooding in the Mexican state of Sinaloa during late December 1990 has damaged an estimated 3,000 hectares 
a 


bles. 
** Figs, dried 


of vege 


* European Communit 


The European Community increased production aid for dried figs and prunes. 
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1991 
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1991 


1991 


1991 


1991 


1991 


1991 


Month Page 
Janua 13 
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y 6 
July 10 
January 13 
July 10 
Februa 8 
July x 10 
August 7 
September 8 
Janua LS 
July a 10 
July 10 
Janua 13 
July “a 10 
Janua 13 
February 6 
Februa 8 
Mai ~ 24 
July 10 
August 7 
July 10 
Februa 9 
July o 10 


October 9 


October 9 


July 8 
July 8 
July 8 
April 6 
April 6 
February 14 
April 11 
April 11 
April 11 
February 6 
April 11 
April 6 
February 14 
August 10 
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Title of update or article 
** = Pruit cocktail 


* Australia ; : 
Canned Deciduous Fruit - Semiannual Update 


* 


France i 
World Outlook for Canned Deciduous Fruit 


* 


Greece " 
World Outlook for Canned Deciduous Fruit 


* Italy : 
World Outlook for Canned Deciduous Fruit 


* Japan F 
world’ outlook for Canned Deciduous 


* South Africa ’ 
World Outlook for Canned Deciduous 


* United atates : 
U.S. canned deciduous fruit exports rebounded in fiscal year (FY)1991. 


** Fruit juice 


* ailand 
Thailand recently lifted its import ban on single-strength fruit juices. 


* Turk 


Fruit 


Fruit 


ey ; 
Turkey has reduced the total number of agricultural commodities receiving export subsidies from 116 to 89. 


** General 


u aeeet ane iter With Caribb 

.§. Horticultural Trade Wi aribbean Basin Initiative Beneficiary Countries, 1990 
Update on U.S. Horticultural Imports from Caribbean Basin Initiative Countries’ 

* Argentina 
The Chi 


Jean agricultural sector is upset over the Chile-Argentina agreement. 


The Chilean National Farmers Society requested that the Chile-Argentina agreement be held up until a study 


can be completed. 


* Aruba 
U.S. Horticultural Trade With Caribbean Basin Initiative Beneficiary Countries, 1990 
Update on U.S. Gorelcuitural Imports from Caribbean Basin Initiative Countries’ 


* Australia é Y 
Horticultural Trade and Outlook for East Asia and Oceania 
* 


Bahama 
UsSe Horticultural Trade With Caribbean Basin Initiative Beneficiary Countries, 1990 
te on U.S. Horticultural Imports from Caribbean Basin Initiative Countries 


* Barbados 
U.S. Horticultural Trade With Caribbean Basin Initiative Beneficiary Countries, 1990 
ate on U.S. Horticultural Imports from Caribbean Basin Initiative Countries 


* Belgium ; . . 

The European freeze in April and May damaged many horticultural crops. 

* Belize. ; , : ie ee ; 

U.S. Horticultural Trade With Caribbean Basin Initiative Beneficiary Countries, 1990 
te on U.S. Horticultural Imports from Caribbean Basin Initiative Countries 


* Bolivia 


The een Communit el special trade preference program for Colombia, Peru, Bolivia, and Ecuador took 
effect November 13, 1990. 


* Bulgaria : : 
The European freeze in April and May damaged many horticultural crops. 


* Canada 


The Canadian International Trade Tribunal completed its regional hearings on the competitiveness of the 


Canadian fresh and processed fruit and vegetable industry. 


* Chile 
ate pore improvements will speed increased export volume. 
=. aoe sey ote ex Sey) ee slightly. 
e ean Fresh Fruit Indus 5 ; 
The Chilean agricultural sector’ is upset over the Chile-Argentina agreement. 


The Chilean National Farmers Society requested that the Chile-Argentina agreement be held up until a study 


can be : 7 : ; 

A bill ois Considered by the Chilean Congress to establish a national export quality control program. 
* China ; 

The Market Structure and Prospects for U.S. Horticultural Exports to Hong Kong 


* Colombia fi 
Colo idi d tariffs for horticultural products. 
Clete peuees Grbore pucataice and tariffs for horticultural products 
effect Rovenber 13, 1696 
lovember : ; 
.§. horticultural’ products to Mexico, Venezuela, Colombia, 
guarantees. 


pieiaees cracnt f£ Costa Ri h dopted new economic measures 

Vv. as a ‘ On 2 . 

UES Beeticuitural Trade With Caribbean Basin Initiative Beneficiary Countries, Sores 
The market for imported fruit and other horticultural products 15 growing in Costa Rica. 
Update on U.S. Horticultural Imports from Caribbean Basin Initiative Countries 


* Dominica ae 5 we Pond 
U.S. i Caribbean Basin Initiative Beneficiary Countries, 
Horticultural trade with Caribb from Caribbean Basin Initiative Countries 


and Kuwait are eligible for export credit 


* Dominican Republic : eee ici i 1990 
U.S. : ibbean Basin Initiative Beneficiary Countries, 
a rete tence uta resorts from Caribbean Basin Initiative Countries 


* Ecuador 
The European Communit 
effect November 13, 199 
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Year 


1991 


1991 


1991 


1991 


1991 


1991 


1991 


1991 


1991 


1991 


1991 


1991 


{EC) special trade preference program for Colombia, Peru, Bolivia, and Ecuador took 1991 


Month Page 
October 15 
May 36 
May 36 
May 36 
May 36 
May 36 
December 9 
May 9 
February 6 
Jul 41 
September 32 
September 6 
December 6 
Jul 41 
September 32 
April 23 
aly 41 
September 32 
Jul 41 
September 32 
July 5 
guly 41 
September 32 
April 6 
July 5 
September 6 
March 5 
May 8 
June 15 
September 6 
December 6 
December 7 
June 31 
Februa 7 
February 7 
April 6 
November 5 
Februa 10 
July ey 41 
August 6 
September 32 
guy 41 
September 32 
Jul 41 
September 32 
April 6 
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Title of update or article 

* El Salyador : f : ees es : 

U.S. Horticultural Trade With Caribbean Basin Initiative Beneficiary Countries, 1990 
Update on U.S. Horticultural Imports from Caribbean Basin Initiative Countries 


* European Communit 


The Council of the European Community eer ane adopted a new food yapes sng directive. : 
The EC Commission has PrerreaS two regulations designed to provide Community—wide protection for quality 
and geographic-origin labels... . we Sar! 

The EurOpean Community is strictly enforcing minimum quality standards for fresh fruit imported from the 


United States. 0 b : nee 
The Eonorees Communit: ane special trade preference program for Colombia, Peru, Bolivia, and Ecuador took 
effect November 13, 1990. 


* France 
The European freeze in April and May damaged many horticultural crops. 


* German 
apres ns ies exist for U.S. horticultural exports in eastern Germany. 
@ European freeze in April and May damaged many horticultural crops. 


* Greece : 
The drought in Greece affects many horticultural products. 


* Grenada 
U.S. Horticultural Trade With Caribbean Basin Initiative Beneficiary Countries, 1990 
Update on U.S. Horticultural Imports from Caribbean Basin Initiative Countries 


* Guatemala 
U.S. Horticultural Trade With Caribbean Basin Initiative Beneficiary Countries, 1990 
Update on U.S. Horticultural Imports from Caribbean Basin Initiative Countries 


* Guyana 


U.S. Horticultural Trade With Caribbean Basin Initiative Beneficiary Countries, 1990 
Update on U.S. Horticultural Imports from Caribbean Basin Initiative Countries 

* Haiti. , caeee fee 

U.S. Horticultural Trade With Caribbean Basin Initiative Beneficiary Countries, 1990 


Update on U.S. 


* Honduras 
U.S. Horticultural Trade With Caribbean Basin Initiative Beneficiary Countries, 1990 
Update on U.S. Horticultural Imports from Caribbean Basin Initiative Countries 


Horticultural Imports from Caribbean Basin Initiative Countries 


* Hong Kon 
The Market Structure and Prospects for U.S. Horticultural Exports to Hong Kong 


* Hunga 
The Government of Hungary announced that permits are no longer needed to import and export most goods and 
services. 


* Indonesia : , 
Horticultural Trade and Outlook for East Asia and Oceania 


* Israel 
The continuing drought in Israel may cause smaller plantings of summer crops. 
The Israeli Government is further restricting water supplies to farmers. 


* Jamaica 
U.S. Horticultural Trade With Caribbean Basin Initiative Beneficiary Countries, 1990 
Update on U.S. Horticultural Imports from Caribbean Basin Initiative Countries 


* Japan 


Horticultural Trade and Outlook for East Asia and Oceania. 5 ‘ , 
Eeaee eave July 1, 1991, all processed food products sold in Japan will be subject to new labeling 
regulations. 

Japanese Imports of Horticultural Products from the United States and the World, 1989 and 1990 
Japan will ver oeete new beverage can See ee eons one 

Typhoon Mireille damages horticultural production in Japan. 

* Korea 

The U.S, 


-/Korea Standards Gteuy met December 14 in Seoul. 
Korea liberalizes imports of horticultural products. : 
Horticultural Trade and Outlook for East Asia and Oceania 


* Kuwait 
U.S: Bere culenre) products to Mexico, Venezuela, Colombia, and Kuwait are eligible for export credit 
guarantees. 


* Malaysia 
Market Structures and Prospects for U.S. Horticultural Exports in Singapore and Malaysia 


* Mexico 
On October 25, 1990, the U.S. Department of Agriculture and the Government of Mexico signed a memorandum 
of understanding on sharing market news data. 
U.S,/Mexican Horticultural Trade p 
Tariffs and Trade: U.S. and Mexican Horticultural Products, 1989-90 | Se . 
U.S. ee eee products to Mexico, Venezuela, Colombia, and Kuwait are eligible for export credit 
arantees. 
ring the week of November 4, Mexican President Salinas proposed to the Mexican Congress a reform of the 
current qang tenure system in Mexico. | . . 
A whitefly infestation is affecting fruit and vegetable crops in Sonora, Mexico. 


* Montserrat 
U.S. Horticultural Trade With Caribbean Basin Initiative Beneficiary Countries, 1990 
Update on U.S. Horticultural Imports from Caribbean Basin Initiative Countries 


* Netherlands ; : ‘ 
The European freeze in April and May damaged many horticultural crops. 


* Netherlands Antilles , ’ hy Vath ee } 
U.S. Horticultural Trade With Caribbean Basin Initiative Beneficiary Countries, 1990 
Update on U.S. Horticultural Imports from Caribbean Basin Initiative Countries 


* New Zealand ; : 
The New Zealand Trade Development Board plans to upgrade local Singapore representation. 


* Nicaragua 
Wes. Horticultural Trade With Caribbean Basin Initiative Beneficiary Countries, 1990 
Update on U.S. Horticultural Imports from Caribbean Basin Initiative Countries 


* Panama 
U.S. Horticultural Trade With Caribbean Basin Initiative Beneficiary Countries, 1990 
Update on U.S. Horticultural Imports from Caribbean Basin Initiative Countries 
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1991 July 
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1991 
1991 September 
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1991 Jul 
1991 
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1991 June 
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1991 April 


1991 Janua 
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91 Jul 
91 
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1991 i 
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1991 November 


1991 April 


1991 January 
1991 May 

1991 September 
1991 November 
1991 December 
1991 December 


Jul 


1991 
1991 September 


1991 July 


Jul 
1991 July 
991 Jul 
991 


Jul: 


REVIEW 


1 Janua 
1 January 


1991 February 


: January 


September 


September 


September 


oct 
October 
November 


1 
1 September 


September 


1 
1 September 


Page 


41 
32 


Ao 


11 


23 
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nue UW Ne 


WUTC 


2 


wm 


Wr 
Ne 
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Ne 


U.S. Horticultural Trade With 


Title of update or article 


* Peru : 
Because of an outbreak of cholera, all U.S. imports of fruits and vegetables from Peru will 


European Community (EC) special trad : 
ect November 13. {Yogh°) SPecial trade preference program for colémbia, Peru, 


r be inspected. 
Bolivia, and Ecuador took 


* Philippines p 
The Government of the Philippines lifted its import ban on California fruit. 


The Government of the Phil nes has i i = ; 

forticulturel Trade and outisok for East Asta and Oceanfa’+ Percent import surcharge. 
chedule for agricu mmoditi : 

Phil pp ae import surcharge reduced from 9 to'5 Be teeat tans has been revised. 


* Portugal 
Portugal takes further steps toward integration with the EC on horticultural production and trade. 


* Romania 7 ’ 
The European freeze in April and May damaged many horticultural crops. 


* Saudi Arabia : x 
Saudi Arabia is a major importer of horticultural products. 


* Singapore 

Market Structures and Prospects for U.S. Horticultural Exports in Singapore and Malavsi 
The New Zealand Trade Development Board plans to upgrad ore .~ 
Singapore: A Growing Market for Fresh Tekperate Froit~ Tocal Singapore representation. 


* South Africa. - 
United States lifts import ban on South Africa. 


* Spain 
The European freeze in April and May damaged many horticultural crops. 


U.S i Pricurcicel T nae with Caribbean B t 
-S. Horticultural Trade aribbean Basin Initiative Beneficiary Countri 1990 
Update on U.S. Horticultural Imports from Caribbean Basin Initiative Countries’ 3 


* St. Lucia 
U.S. Horticultural Trade With Caribbean Basin Initiative Beneficia 
Update on U.S. Horticultural Imports from Caribbean Basin Initiative 


* St. Vincent 
U.S. Horticultural Trade With Caribbean Basin Initiative Beneficiary 
Update on U.S. Horticultural Imports from Caribbean Basin Initiative 


Countries, 1990 


Countries 


Countries, 1990 
Countries 


* Sweden : 
Sweden will lower its border protection on agricultural products. 


* Switzerland ' F 
The European freeze in April and May damaged many horticultural crops. 


* Taiwan 
Horticultural Trade and Outlook for East Asia and Oceania 


* Trinidad & Tobago . . ; nae. — F 
U.S. Horticultural Trade With Caribbean Basin Initiative Beneficiary Countries, 
Update on U.S. Horticultural Imports from Caribbean Basin Initiative Countries 


* ‘Turke 
Turkey has reduced the total number of agricultural commodities receiving export subsidies from 116 to 89. 
Turkey increased import surcharges on preserved vegetables, fruits, and nuts. 


* United Kingdom : ; ; 
The European freeze in April and May damaged many horticultural crops. 


* United States : 

U.S. horticultural exports broke a record in October 1990. 
Opportunities exist for U.S. horticultural exports in eastern Germany. é ’ 
On October 25, 1990, the U.S. Department of Agriculture and the Government of Mexico signed a memorandum 
of Dye eeenotnd on sharing market news data. | 

The U.S./Korea Standards Group met December 14 in Seoul. 3 

U.S. horticultural exports in November 1990 were the highest of any agricultural sector, 

The ee erees Community is strictly enforcing minimum quality standards for fresh fruit imported from the 
ates. ; 

U.S. exports of deciduous fruits to Venezuela show promise. 

U.S. horticultural exports continue their upward trend. : : A 

Because of an outbreak of cholera, all U.S. imports of fruits and vegetables from Peru will be inspected. 
The 1990 Farm Bill Emphasizes Fruits and Vegetables 

U.S. horticultural exports continued to increase in January 1991. 

U.S. horticultural imports declined sharply in January. 

U.S./Mexican Horticultural Tra : ‘i . 
U.S. exports of horticultural prevucee continued their upward trend durin 


1990 


the month of ri 
i 1990 ae 


; aribbean Basin Initiative Beneficiary Countries, 
United States lifts import ban on South Africa. 
USDA Market Development Programs 
U.S, horticultural exports continue upward trend. 
Tariffs and Trade: U.S. and Mexican Horticultural Products, 1989-90 : 
te on U.S. Horticultural Imports from Caribbean Basin Initiative Countries. : 

1 phone numbers in Foreign Agricultural Service Washington (FAS/W) offices will be changing. , 
U.S. horticultural products to Mexico, Venezuela, Colombia, and Kuwait are eligible for export credit 

arantees. 

-S. horticultural exports continue to surge ahead, up 9 percent over last August. 
U.S. horticultural exports hit record high for fiscal year (FY) 1991. 
FY 1991 Horticultural Exports Set Record 


* Venezuela 
“oe i its to Venezuela show promise. , a : 
U Pere airaralaprogucts to Mexico, Venezuela, Chlombia, and Kuwait are eligible for export credit 


guarantees. 


* Virgin Islands, British : ere reas i 9 
U.S. 7 : Caribbean Basin Initiative Beneficiary Countries, 1990 
Update on Udo Hartiseltural Imports from Caribbean Basin Initiative Countries 


* Yugoslavia : 
The European freeze in April and May damaged many horticultural crops. 


** Gladioli 


* Unit 5 : 
3 a of Fresh Cut Flowers in Selected Countries 
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1991 


Month Page 
March 6 
April 6 
Februa 10 
February 10 
April 23 
September 6 
October 5 
February 6 
July 5 
February 7 

ril 28 
shly 5 
July 35 
August 5 
July 5 
Jul 41 
September 32 
puay 41 
September 32 


ouey 41 
September 32 
June 5 
July 5 
April 23 
ay 41 
September 32 
Februa 6 
March 2 6 
July 5 
Janua 4 
January u 
January 7 
Janua 8 
February 5 
February 11 
Februa 11 
March i 5 
March 6 
at 28 
ri 

Abril 5 

33 
July v, 
July 41 
August 5 
August 27 
September 5 
September 20 
September 32 
October 5 
November 5 
November 6 
December 5 
December 12 
Februa 11 
Novenber 5 


oy 41 
September 32 
July 5 
April 11 


1991 INDEX TO HORT. PRODUCTS REVIEW 


Title of update or article 
** Grapefruit 


* Argentina j 
World Citrus Situation 


* France 
French grapefruit imports in 1989/90 (October-—September) declined 11 percent to 133,759 tons. 


* Indonesia 
Indonesia announces a major import deregulation package for fresh fruit and other horticultural products. 


* Israel : 
Israel’s total fresh citrus export forecast for 1990/91 has been reduced by 16 percent to 393,000 metric 
tons based on a smaller citrus harvest. 


* Netherlands ; i ; 
Netherlands’ grapefruit imports in 1989/90 (October—September) declined by 16 percent to 54,100 tons. 


* South Africa ’ 
World Citrus Situation 


* United States 

U.S. Citrus Exports , : . 
U.S. grapefruit exports in marketing year 1990/91 (Sept.-Aug.) totaled 464,874 metric tons or 52 percent 
above the previous season’s freeze-reduced shipments. 


** Grapes 


* Argentina 
Decidious Fruit and Table Grape Update: World Apple and Pear Outlook and Southern Hemisphere Focus 
s 


The estimate for the 1991 Argentine grape harve is reduced. 
See Chit 


e 

Chileans take legal action on gra pe incident. p 

Deciduous Fruit and Table G Update: World Apple and Pear Outlook and Southern Hemisphere Focus 
e 


ra 
The Chilean Fresh Fruit, Industry ; Se E 
The 1990/91 Chilean fruit export season is nearly over; kiwi exports increased fastest of all products. 


World Fresh Deciduous Fruit t 


* Costa Rica 
Market Opportunities in Costa Rica for U.S. Apples, Grapes, and Pears 
The Government of Costa Rica has adopted new economic measures. 


* Hunga 
The Goverhment of Hungary announced that permits are no longer needed to import and export most goods and 
services. 


* Indonesia 
Indonesia announces a major import deregulation package for fresh fruit and other horticultural products. 


* Singapore , J 
Singapore: A Growing Market for Fresh Temperate Fruit 


* South Africa : 
Deciduous Fruit and Table Grape Update: World Apple and Pear Outlook and Southern Hemisphere Focus 


* Taiwan ’ mY 
Taiwan claims U.S. grapes are poisoned by pesticides. 


* United States | 7 . 
Market Opportunities in Costa Rica for U.S. Apples, Grapes, and Pears 
U.S. exports of deciduous fruits to Venezuela show promise. 


** Hazelnuts 


* Ital 

Tree Nut Semiannual Situation and Outlook | , 
Implementation of the EC Tree Nut Program in Spain and Italy 
World Hazelnut Situation 


* 


Korea 
The Uetipcetee Standards Group met December 14 in Seoul. 
Korea liberalizes imports of horticultural products. 


* Soviet Union ‘ ; ; 
ope eceot y sold 2,300 metric tons of shelled hazelnuts to the Soviet Union under a Spanish Government 
cre program. 


* Spain 

Tree Nut Semiannual Situation and Outlook , ; . 

Spain recently sold 2,300 metric tons of shelled hazelnuts to the Soviet Union under a Spanish Government 
credit progres. ; ‘ 

World Hazelnut Situation 


* Turkey ” 
Tree Nut Semiannual Situation and Outlook 
World Hazelnut Situation 


* United States ‘ 
The U.S./Korea Standards Group met December 14 in Seoul. 


** Kiwifruit 
* 


ile 
The 1990/91 Chilean fruit export season is nearly over; kiwi exports increased fastest of all products. 
The thi lean kiwifruit crop wa damaged by freezing weather. x P 


* Japan 
japan st bumper kiwifruit crop in 1990 is expected to further reduce U.S. kiwifruit exports to that country 
in - 


* New Zealand 
On November 22, the Commerce Department announced a prelimina finding that exports of fresh kiwifruit 
from New Zealand are being sold in the United States at less than fair value. ae 


* United States 


papery bumper kiwifruit crop in 1990 is expected to further reduce U.S. kiwifruit exports to that country 
in 


On November 22, the Commerce Department announced a prelimina finding that exports of fresh kiwifruit 
from New Zealand are being sold in the United States’ at less than fair value. : 
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Year 


1991 


1991 


1991 


1991 


1991 


1991 
1991 


Month Page 
July 10 
February 8 
July 8 
May 6 
March 6 
July 10 
May 24 
November 7 
March 12 
August 8 
March 7 
March 12 
June 15 
August 8 
November 13 
January 26 
February 10 
April 6 
July 8 
July 35 
March 12 
October 5 
Janua 26 
February il 


March 
Septe r 
November 


Janua 
Februaty 


November 


March 
November 


November 
March 
November 


January 


August 
Petenner 


February 


December 


February 
December 
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13 


13 


Se ee ee ea 


Title of update or article 
** Lemons 


* Argentina . ; 
World Citrus Situation 


* Chile 
World Citrus Situation 


* Greece : 
The drought in Greece affects many horticultural products. 


* Indonesia 
Indonesia announces a major import deregulation package for fresh fruit and other horticultural products. 


* South Africa F 
World Citrus Situation 


i. eae 
World Citrus Situation 


* United States 
U.S. Citrus Exports 


** Limes 


* Indonesia 

Indonesia announces a major import deregulation package for fresh fruit and other horticultural products. 
* Mexico E : E 

Mexico’s total citrus production in 1990/91 is forecast at a record 3.43 million tons. 


* United States 
U.S. Citrus Exports 


** =Melons 


* Colombia ae 

Colombia reduces export subsidies and tariffs for horticultural products. 
* Korea ; : 

Korea liberalizes imports of horticultural products. 

* Singapore Y ; 

Singapore: A Growing Market for Fresh Temperate Fruit 

** Mushrooms, canned 

* China 

World Trade in Canned Mushrooms 


* Korea , 
World Trade in Canned Mushrooms 


* Taiwan , 
World Trade in Canned Mushrooms 


* United States 
World Trade in Canned Mushrooms 


** Nectarines 


* Argentina 
Deciduous Fruit and Table Grape Update: World Apple and Pear Outlook and Southern Hemisphere Focus 


* Australia 
Deciduous Fruit and Table Grape Update: World Apple and Pear Outlook and Southern Hemisphere Focus 


* Chile 
Deciduous Fruit and Table arape Update: World Apple and Pear Outlook and Southern Hemisphere Focus 
The Chilean Fresh Fruit Industry 


* Mexico 
Mexico Doeeeccts eeOre license requirement for peaches and nectarines. | ; 
Prospects are likely to continue fo be excellent for U.S. deciduous fruit exports to Mexico. 


* New Zealand ; 
Deciduous Fruit and Table Grape Update: World Apple and Pear Outlook and Southern Hemisphere Focus 


* Singapore 4 : 
Singapore: A Growing Market for Fresh Temperate Fruit 


* South Africa ; 
Deciduous Fruit and Table Grape Update: World Apple and Pear Outlook and Southern Hemisphere Focus 


* United States i . . 
Prospects are likely to continue to be excellent for U.S. deciduous fruit exports to Mexico. 


*k Olives 


* Spain. ’ 
Spain continues to dominate U.S. olive imports. 


* wYnited States ; , ' 
Spain continues to dominate U.S. olive imports. 


** §6Onions 


* Hunga 
The Goverhment of Hungary announced that permits are no longer needed to import and export most goods and 
services. 


* Japan " 

Improper pesticide use diminishes the record onion crop in Japan. s F 

The Japanese Ministry of Agriculture, Forestry and Fisheries (MAFF) recently released its revised estimate 
for the Hokkaido onion crop. 


** Onions, dried 


* Turk Abe ; 
Turkey has reduced the total number of agricultural commodities receiving export subsidies from 116 to 89. 


Year 


1991 


1991 


1991 


1991 


1991 


1991 


1991 


1991 


1991 


1991 


1991 


1991 


1997) 


1991 


1991 


1991 


1991 


1991 


1991 


1991 


ee 
wo 


1991 


Month Page 


July 10 
July 10 
February 13 
July 8 
July 10 
July 10 
May 24 
July 8 
February 8 
May 24 
February 7 
February 5 
July 35 
October 21 


October 21 


October 21 


October 21 
March 12 
March 12 
Enel 
Rovenber 7 
March 12 
July 35 
March 12 
November 7 


December 10 
December 10 
April 6 
September 9 
November 8 


February 6 
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Title of update or article 
** Onions, yellow 


* Canada 
Canada’s International Trade Tribunal (CITT) plans to remove anti-dumping duties on U.S. imports of yellow 
onions. 


* United States | . f y 4 d 
peptone International Trade Tribunal (CITT) plans to remove anti-dumping duties on U.S. imports of yellow 
onions. 


** Orange juice 


* Argentina . ‘ 
Orange Juice Situation 


* Australia . . 
Orange Juice Situation 


* Brazil 

Orange Juice Outlook for Selected Countries 

Orange Juice Outlook for Selected Countries aes ; 

The or aes (July-—June) Brazilian frozen concentrated orange juice (FCOJ) production estimate has been 
increased. 

World Citrus Situation 

Orange Juice Situation 


* Germany ; 
Orange Juice Outlook for Selected Countries 


* Greece. , 
Orange Juice Outlook for Selected Countries 


* Israel. ; 
Orange Juice Outlook for Selected Countries 
Orange Juice Situation 


* Ital 
Orange Suice Outlook for Selected Countries 


* Japan 
Orange Juice Outlook for Selected Countries 
Orange Juice Situation 


* Mexico 

Orange Juice Outlook for Selected Countries : 

Mexican pocoge Jucce production forecast for 1990/91 is reduced from 48,000 to 30,000 metric tons as fewer 
oranges are being processed. 

World Citrus Situation 

Orange Juice Situation 


* Morocco . 
Orange Juice Outlook for Selected Countries 
Orange Juice Situation 


* Netherlands , 
Orange Juice Outlook for Selected Countries 


* South Africa ; 

Orange Juice Situation 

* Spain . : 
Orange Juice Outlook for Selected Countries 


* Sweden. ; 
Orange Juice Outlook for Selected Countries 


* Turkey, 2 
Orange Juice Outlook for Selected Countries 


* United States . 
Orange Juice Outlook for Selected Countries 
Orange Juice Situation 


* World . . ; 
Orange Juice Situation 
** Oranges 


* Argentina . ‘ 
World Citrus Situation 


* Australia , 
World Citrus Situation 


* Brazil 
The 1991/92 (July—June) Sao Paulo commercial orange crop is forecast at 240 million (40.8 kilogram) bo 
the pine ne the {590794 harvest. . E See amen 
World Citrus Situation 


* Chile 4 

World Citrus Situation 

* Cyprus . 
Mediterranean Citrus Outlook 


* t ¥ 
Medi erranean Citrus Outlook 


* Gaza 
Mediterranean Citrus Outlook 
World Citrus Situation 


* Greece , 
Mediterranean Citrus Outlook 
World Citrus Situation 


* Hong Kong , 
The U.S. share of Hong Kong’s orange imports fell to 54 percent. 


* Indonesia 
Indonesia announces a major import deregulation package for fresh fruit and other horticultural products. 


Year 


1991 


1991 


1991 


1991 


1991 
1991 


1991 


1991 


1991 


Month 


October 


October 


July 
July 


May 
July 


July 
January 
January 


Janua 
July te 


Janua 
July is 


December 


July 
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Title of update or article 


* Tsrael 
Rereaiia total feck Bene cee t for 1990/91 h 

s total fresh citrus export foreca i 
PisanGated once sesh ise Piper bon ecocec st for / as been reduced by 16 percent to 393,000 metric 
World Citrus Situation 


* Italy 
Mediterranean Citrus Outlook 
* Japan 


Japan’s import quota for oran limi i : 
wore sipee tener tan ges was eliminated on April 1, 1991 


Japan's fresh orange imports in 1990/91 (October-September) decreased 42 percent. 


* Mexico 
Mexico’s total citrus production in 1990 i ‘ illi ; 
ect cites efeucry ee 90/91 is forecast at a record 3.43 million tons 


* Morocco 7 

Mediterranean Citrus Outlook : 

Orange exports from Morocco to the United States are expected to total 30,000 metric tons this season, 
with aor peeues te take place through this coming June. 

World Citrus Situation 


* South Africa , 
World Citrus Situation 


* Soviet Union 
Spain donates oranges to the USSR. 


re Mee 
Mediterranean Citrus Outlook 
Spain donates oranges to the USSR. 


* Turkey 
Mediterranean Citrus Outlook 


* United States 

A freeze in California has reduced U.S. orange aieen es and will adversely affect fresh orange exports. 
U.S. citrus exports are expected to decrease in 1990/91. 

Orange exports from Morocco to the United States are expected to total 30,000 metric tons this season, 
with shipments to take place through this coming June. 

U.S. Citrus Exports. 

World Citrus Situation 5 

The U.S. share of Hong Kong’s orange imports fell to 54 percent. 


* Uruqua 
World Gitrds Situation 
** Papayas 


* Korea 
The U.S./Korea Standards Group met December 14 in Seoul. 


* United States ‘ 
The U.S./Korea Standards Group met December 14 in Seoul. 


** Paprika 


* Hunga 
The Government of Hungary announced that permits are no longer needed to import and export most goods and 
services. 


** Peaches 


* Argentina 
Deciduous Fruit and Table Grape Update: World Apple and Pear Outlook and Southern Hemisphere Focus 
World Outlook for Canned Deciduous Fruit 


* Australia ; 
Deciduous Fruit and Table acters Update: World Apple and Pear Outlook and Southern Hemisphere Focus 
World Outlook for Canned Deciduous Fruit 


* Canada 

Canada aeeeess a "snapback duty" on U.S. fresh peaches. j 

Canada extends "snapback ped on U.S. fresh peaches to western region. 

Effective September 27, the Canadian "snapback duty" on U.S. fresh peaches was removed for the central 
part of the country. 


* Chile 
Deciduous Fruit and Table ner Update: World Apple and Pear Outlook and Southern Hemisphere Focus 
The Chilean Fresh Fruit Industry 


* Mexico 

Mexico suspends import license requirement for peaches and nectarines. 

Mexico closes, then reopens, border to U.S. peaches. : , ‘ 
Prospects are likely to continue to be excellent for U.S. deciduous fruit exports to Mexico. 


* New Zealand : 
Deciduous Fruit and Table Grape Update: World Apple and Pear Outlook and Southern Hemisphere Focus 


* Singapore fe , 
Singapore: A Growing Market for Fresh Temperate Fruit 


* South Africa : 
Deciduous Fruit and Table Grape Update: World Apple and Pear Outlook and Southern Hemisphere Focus 


* United States . : ; 

U.S. exports of deciduous fruits to Venezuela show promise. 

Canada amece ss a "snapback duty" on U.S. fresh peaches. ’ 

Canada extends "snapback duty" on U.S. fresh peaches to western region. 

Mexico closes, then reopens, border to U.S. peaches. ¥ ; ; 
Prospects are likely to continue to be excellent for U.S. deciduous fruit exports to Mexico. 


* Venezuela : : : 
U.S. exports of deciduous fruits to Venezuela show promise. 


** Peaches, canned 


* Argentina [ : 
World Outlook for Canned Deciduous Fruit 


1991 


1991 


1991 


1991 


Month Page 
Janua 13 
May Be 6 
July 10 
January 13 
6 

July 10 
December 7 
Februa 8 
July oy 10 
Janua 13 
May ry 8 
July 10 
July 10 
March 6 
Janua 13 
March ~ 6 
January 13 
pene § 

ebrua 

May a 8 
24 

July 10 
December 7 
July 10 
January 8 
January 8 
April 6 
March 12 
May 36 
March a. 
May 6 
August 7 
September 8 
October 6 
March 12 
June 15 
August 8 
September 9 
November 7 
March 12 
July 35 
March 12 
Februa 11 
August.~ 7 
September 8 
September 9 
November 7 
February 11 
May 36 
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Title of update or article 


* Australia : F 
Canned Deciduous Fruit -— Semiannual Update 


< eChilery ‘ A 
Canned Deciduous Fruit — Semiannual Update 


* European Community 
The U.S./EC Canned Fruit Agreement 


Meclas Gutleok for Canned Deciduous Fruit 


* Greece 
World Out look for Canned Deciduous Fruit 
Canned Deciduous Fruit — Semiannual Update 


* 
Canna ibeot uous Fruit — Semiannual Update 


o coe ‘ F 
World Outlook for Canned Deciduous Fruit 


* Korea ¢ : ; 
Korea liberalizes imports of horticultural products. 


* South Africa : : 
Canned Deciduous Fruit — Semiannual Update 


workeeoa Batleck for Canned Deciduous Fruit 
Canned Deciduous Fruit — Semiannual Update 


* United States 

U.S. canned ere imports have declined significantly since 1989. 

The U.S./EC Canned Fruit Agreement 

U.S. canned deciduous frui exports rebounded in fiscal year (FY)1991. 


** §6Pears 


* Argentina P 
Deciduous Fruit and Table Grape Update: World Apple and Pear Outlook and Southern Hemisphere Focus 


* Australia 
Deciduous Fruit and Table arege Update; World Apple and Pear Outlook and Southern Hemisphere Focus 
World Outlook for Canned Deciduous Fruit 


* Chile 
Deciduous Fruit and Table areee Update: World Apple and Pear Outlook and Southern Hemisphere Focus 
The Chilean Fresh Fruit Industry 


* Costa Rica 
Market Opportunities in Costa Rica for U.S. Apples, Grapes, and Pears 
The Government of Costa Rica has idopeed new economic measures. 


* European Community 
World Fresh Beer out Fruit Update 


* Finland é ? 
Finland has reformed its import market for apples and pears. 


* France A f 
French apple and pear trade estimates are revised. 


* Indonesia 


Indonesia announces a major import deregulation package for fresh fruit and other horticultural products. 


* New Zealand 
Deciduous Fruit and Table Grape Update: World Apple and Pear Outlook and Southern Hemisphere Focus 


* Norway 
Norway detains some U.S. pear shipments. 
The opening date for pear imports in Norway has changed. 


P Singapore 
Singapore: A Growing Market for Fresh Temperate Fruit 


* South Afric 
Deciduous Fruit and Table ereke Update: World Apple and Pear Outlook and Southern Hemisphere Focus 
World Outlook for Canned Deciduous Fruit 


* United States 
pares Opportunities in Costa Rica for U.S. Apples, Grapes, and Pears 
U JS? exports of deciduous fruits to Venezuela show promise. 
Norway etains some U.S. pear eee nts ; 
U.S. exports of pears showed heal hy increases in MY 1990/91 compared to the previous year. 


* Venezuela ; ; 
U.S. exports of deciduous fruits to Venezuela show promise. 


* World 
Deciduous Fruit and Table Grape Update: World Apple and Pear Outlook and Southern Hemisphere Focus 


** Pears, canned 


* Australia 
Canned Beciduous Fruit — Semiannual Update 
* China 


Chinese canned pear exports were down in eee 
Canned Deciduous Fruit — Semiannual Update 


* European Community 
The U.S./EC Canned Fruit Agreement 


workae outlook for Canned Deciduous Fruit 


* 


Italy - 
World Otit look for Canned Deciduous Fruit 
Canned Deciduous Fruit — Semiannual Update 


* Japan : F 
World Outlook for Canned Deciduous Fruit 


Year 
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1991 
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Title of update or article 
* South Africa 


Canned Deciduous Fruit — Semiannual Update 


* Spain 
Canned Deciduous Fruit ~ Semiannual Update 


* United States 
The U.S./EC Canned Fruit Agreement 


U.S. canned deciduous frui€ exports rebounded in fiscal year (FY)1991. 


** Peas 


* Hunga 


Year 


1991 


1991 


gary 
The Government of Hungary announced that permits are no longer needed to import and export most goods and 1991 


services. 


-** Pecans 


* Korea 
The U.S,/Korea Standards aloe met December 14 in Seoul. 1991 
Korea liberalizes imports of horticultural products. 1991 
* United States 
The U.S./Korea Standards Group met December 14 in Seoul. 1991 
** Peppers 
* oa 
Belgian exports of fresh peppers to the United States increased greatly in 1990. 1991 
* Mexico 
pang in the Mexican state of Sinaloa during late December 1990 has damaged an estimated 3,000 hectares 1991 
of vegetables. 
* United States 
Belgian exports of fresh peppers to the United States increased greatly in 1990. 1991 
** Pineapple juice 
es Bye. Lapyines . ; . E 
Semi-Annual Canned Pineapple Situation in Thailand and the Philippines 1991 
* Thailand : ; : 
Semi-Annual Canned Pineapple Situation in Thailand and the Philippines 1991 
** Pineapple, canned 
* Australia : 
World Canned Pineapple Situation 1991 
* Cote d'Ivoire . . 
World Canned Pineapple Situation 1991 
* Indonesia . e 
World Canned Pineapple Situation 1991 
ta Kenya 3 ; ; 
World Canned Pineapple Situation 1991 
a pa tayeia : ; 
World Canned Pineapple Situation 1991 
* Mexico ' : : 
World Canned Pineapple Situation 1991 
* Philippines. ; : 
World Canned peeare © Situation } , aT ee ae 1991 
Semi-Annual Canne ineapple Situation in Thailand and the Philippines 1991 
* South Africa ; : 
World Canned Pineapple Situation 1991 
* Taiwan ; : 7 
World Canned Pineapple Situation 1991 
* Thailand : : 
World Canned eenearere Situation : 1 , moe Ree 1991 
Semi-Annual Canned Pineapple Situation in Thailand and the Philippines 1991 
** Pistachios 
* European Communit 
The Eurppean Market for Pistachios 1991 
* France 
The European Market for Pistachios 1991 
* German 
The European Market for Pistachios 1991 
* Greece 
The European Market for Pistachios 1991 
Pistachio Situation 1991 
* Tran ' : 
The European Market for Pistachios 1991 
ws Israel; 7 : . 
The Israeli pistachio market represents a unique opportunity for U.S. pistachio exporters. 1991 
* Ital 
The Eure ean Market for Pistachios : ¢ 1991 
Implementation of the EC Tree Nut Program in Spain and Italy 1991 
Pistachio Situation 1991 
* Spain 
The European Market for Pistachios 1991 
* Sweden 
The European Market for Pistachios 1991 
* Switzerland 

@ European Market for Pistachios 1991 


SUPPLEMENT 8-91 


Month Page 


October 
October 


June 
December 


April 


Janua 
Pebruaty 


January 


August 


February 


August 


November 


November 


May 
May 
May 
May 
May 


May 


May 
November 
May 


May 


May 
November 


February 
February 
February 


Februa 
ovenbex 


February 
January 


February 
September 
November 


February 
February 


February 


INDEX TO HORT. PRODUCTS REVIEW 


15 
15 


28 
9 


12 


14 


12 


10 


10 


15 
15 
15 


15 


wee 
R00 


18 


18 


18 


Title of update or article 


* 


Syria 
The European Market for Pistachios 
Pistachio Situation 


* Turkey , ‘ 
The European Market for Pistachios 
Pistachio Situation ' 


* United Kingdom 2 
U.K. pistachio market shows significant growth. 


* United States r ‘ : , , 

The Israeli pistachio market represents a unique opportunity for U.S. pistachio exporters. 

The European Market for Pistachios 

U.S. pistachio exports thus far in 1990/91 have more than doubled over the same period last year. 


** Plums 


* Chile ; 
The Chilean Fresh Fruit Industry 


* Singapore ; : 
Singapore: A Growing Market for Fresh Temperate Fruit 
Singapore: A Growing Market for Fresh Temperate Fruit 


* Taiwan 
A 102-percent increase in the value of U.S. plums shipped to Taiwan during the summer of 1990... 


* United States p ; ‘ 

U.S. exports of deciduous fruits to Venezuela show promise. . , 

A 102-—percent increase in the value of U.S. plums shipped to Taiwan during the summer of 1990... 
* 


Venezuela : . ; 
U.S. exports of deciduous fruits to Venezuela show promise. 


* Yugoslavia : , 
Yugoslavian plum and prune production was down in 1990. 


** Potatoes 


* Canada ; d ; 
Canadian potato peacee have declined since a year 


ago. 
USDA places limited restrictions on Canadian potatoes because of outbreak of virus. 


* Colombia 
Liberalized Venezuelan potato imports are imperiled as poor quality Colombian potatoes flood the market. 


* 


Hunga 
The Goverhment of Hungary announced that permits are no longer needed to import and export most goods and 
services. 


* Korea 
Potato prices in the pepo ts of Korea in November 1990 increased 170 percent over a year ago. 


Korean officials claim Frozen french fry imports are hurting domestic potato farmers 


* 


* United States ee ° ; 
USDA places limited restrictions on Canadian potatoes because of outbreak of virus. 


* Venezuela 
Liberalized Venezuelan potato imports are imperiled as poor quality Colombian potatoes flood the market. 


** Potatoes, frozen french fry 


* Japan 
French fry enthusiasts in Japan will soon be able to buy their fries from vending machines. 


* Korea 
Korean officials claim frozen french fry imports are hurting domestic potato farmers. 


* United States ; t , : ’ 
U.S. frozen french fry exports were off slightly in quantity in marketing year (July-—June) 1990/91, up 5 
percent in value. 


** Prunes, dried 
2 ar Seneene : ‘ H 
Argentine dried prune production and exports are expected to increase in 1991. 
* European ster 


European Community Ec) imports of raisins and dried prunes were up in 1990. 
The European Community increased production aid for dried figs and prunes. 


* France 

French prune import demand is expected to be lower in the coming year. ’ 

French dried prune production is expected to decline and imports to increase because of a freeze in 
rowing areas. 

french dried prune production hit by cold weather, causing reduction from last year. 


* United States 

U.S. exports of dried fruit for December 1990 were up substantially over previous-year figures. 

Eee eraee prune exports jumped 10 percent from §i14P2 million to ¥38°6 million in the August—July 
marketing year. 


* Yugoslavia 

Yugoslavian plum and prune production was down in 1990. : 

Yugoslavian dried prune production continued a downward trend, and is expected to reach the lowest level 
in recent history. 

** Prunes, fresh 


* Chile é 
The Chilean Fresh Fruit Industry 


* Singapore : . 
Singapore: A Growing Market for Fresh Temperate Fruit 
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Turkey has reduced the total number of agricultural commodities receiving export subsidies from 116 to 89. 
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** Raisins 


* Argentina 


World Raisin Situation 1991 June 9 
x mcreiie 

Moria 3 n geyancion - 4 a aris 1991 June 9 

alian raisin production and exports a x i i i 5 

Goria Garni eTehk i Pp re expected to increase in the coming 1991/92 year 1 Ber RoLoreee he 
* Canada 3 , 

World Raisin Situation 1991 December 16 
mactiiiete, 6 

World Raisin Situation 1991 June 9 
* popyanss ep 

Colombian imports of raisins are on the upswing. 1991 April 7 
* Costa Rica é 

The Government of Costa Rica has adopted new economic measures. 1991 February 10 
E eheah ca Sy it te) i ts of isi d dried 1990 9 10 
uropean Communi imports of raisins and dried prunes were up in ° 1991 August 

world Raisin Satuxtion . s z 1991 Decenber 16 
= ce 

World Raisin Situation 1991 June 9 

World Raisin Situation 1991 December 16 
= Japan s 

World Raisin Situation 1991 June 9 

World Raisin Situation 1991 December 16 
* Korea. . ; 

World Raisin Situation 1991 June 9 

World Raisin Situation 1991 December 16 


* Mexico 

World Raisin Situation, ay, , , 1991 June 9 
Mexico is expected to import more raisins in the coming August-—July marketing year. 1991 November 8 
World Raisin Situation 1991 December 16 


* South Africa 





World Raisin Situation 1991 June 9 
World Raisin Situation 1991 December 16 
* Turkey ; , 

Turkish Sultana export prospects look good in the coming year. 1991 May 9 
World Raisin Situation 1991 June 9 
World Raisin Situation 1991 December 16 


* United Kingdom | 
World Raisin Situation 1991 June 9 


* United States 








U.S. exports of dried fruit for December 1990 were up substantially over previous-year figures. 1991 March 9 
World Raisin Situation ie ie A : 1991 June 9 
U.S. raisin exports increased 12 percent from $163 million to $182 million in the just-—concluded 1990/91 1991 October 6 
rey) marketing year. 

World Raisin Situation 1991 December 16 
* World | ‘ , 

World Raisin Situation 1991 June 9 
** Raspberries 

z e 

Chile’s raspberry production and trade continue to increase. 1991 March 8 
* Singapore 4 : 

Singapore: A Growing Market for Fresh Temperate Fruit 1991 July 35 
** Raspberries, frozen 

* Germany : S ; ; Neer ; 

Germany imports frozen berries for a variety of uses, primarily within the food industry. 1991 July 8 
** Roses 

* Colombia : p Y 
Production and Trade of Fresh Cut Flowers in Selected Countries 1991 April Le 
* United States ; 2 ‘ 
Production and Trade of Fresh Cut Flowers in Selected Countries 1991 April util 
** Squash 

* Hungary P : : 

The Government of Hungary announced that permits are no longer needed to import and export most goods and 1991 April 6 
services. 

* Mexico : , , 

Be poene ie the Mexican state of Sinaloa during late December 1990 has damaged an estimated 3,000 hectares 1991 February 14 
of vegetables. 


** Strawberries 


* Australia 


Australia bans imported strawberries with Captan residues. 1991 February 9 
* Chile 

Strawberry Trade Situation 1991 May 30 
* Colombia re . : 

Colombia reduces export subsidies and tariffs for horticultural products. 1991 February 7 
* 

The U.S. /Korea Standards Group met December 14 in Seoul. 1991 January 8 
* Mexico 

Strawberry Trade Situation 1991 May 30 
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* United States ’ 

The U.S./Korea Standards Group met December 14 in Seoul. 1991 January 8 
Strawberry Trade Situation 1991 May 30 
** Strawberries, frozen 


* Germany ; ; 7, ee eee ‘ 
Germany imports frozen berries for a variety of uses, primarily within the food industry. 1991 July 8 


** Tangerines 


* Israel ; 

Israel’s total fresh citrus export forecast for 1990/91 has been reduced by 16 percent to 393,000 metric 1991 May 6 
tons based on a smaller citrus harvest. 

* Japan 

world citrus Situation 1991 July 10 
* Mexico } : eee 

Mexico’s total citrus production in 1990/91 is forecast at a record 3.43 million tons. 1991 February 8 
* Spain 

world Citrus Situation 1991 July 10 
* United States 

U.S. Citrus Exports 1991 May 24 
** Tomato paste 

Chile ; : 

Chile’s Tomato Processing Industry 1991 April 18 
* France ? 

Mediterranean Processed Tomato Product Situation and Outlook 1991 July 21 
* Greece , : 

Mediterranean Processed Tomato Product Situation and Outlook 1991 July 21 
* Ital 

Meditervanean Processed Tomato Product Situation and Outlook 1991 July 21 
* Portugal : ; 

Mediterranean Processed Tomato Product Situation and Outlook 1991 July 21 
* Spain 

Mediterranean Processed Tomato Product Situation and Outlook 1991 July 21 
* Turkey : ‘ 

Mediterranean Processed Tomato Product Situation and Outlook 1991 July 21 
* United States 2 : ; 

U.S. tomato paste exports jump in marketing year 1990/91. 1991 October 8 
* Venezuela . ; ? : 

Venezuela may import tomato paste for the first time in several years because of a short 1991 tomato crop. 1991 June id 
** Tomato powder 

a tee ‘ : 

Mediterranean Processed Tomato Product Situation and Outlook 1991 July 21 
** Tomato sauce 

* Chile : 

Chile’s Tomato Processing Industry 1991 April 18 
* United States P 

U.S. tomato sauce exports remain steady. 1991 October 9 
** Tomatoes 

* Canada : : 

Canada invokes "snapback eats on,fresh tomatoes imported from the United States. 1991 September 10 
Effective September 20, the Canadian "snapback duty” on fresh tomatoes was removed. 1991 October 8 
* Greece , , 

The drought in Greece affects many horticultural products. 1991 February 13 
* Hungary ’ ; ; 

The Government of Hungary announced that permits are no longer needed to import and export most goods and 1991 April 6 
services. 

* Mexico. ; : 

EApoaing +) the Mexican state of Sinaloa during late December 1990 has damaged an estimated 3,000 hectares 1991 February 14 
of vegetables. 

Mexican fresh tomato exports are expected to be down 40,000 tons this year. 1991 June 8 
* Netherlands |. ; é ‘ 
Dutch trades assist Florida winter tomato exports to the European market. 1991 July 9 
* Turke 


Turkey hes reduced the total number of agricultural commodities receiving export subsidies from 116 to 89. 1991 February 6 
* United States 


Dutch trades assist Florida winter tomato exports to the European market. 1991 July 9 
Effective September 20, the Canadian "snapback duty" on fresh tomatoes was removed. 1991 October 8 
** Tomatoes for processing 

* Canada ’ ee 

Tomatoes for Processing Up Sharply Again in 1990 1991 January 19 
* Chile . 

Chile’s Tomato Processing Industry 1991 April 18 


* European Community Oe 

Tomatoes for Processing Up Sharply Again in 1990 : : ae 1991 January 19 

ane puLopess Community revised production quotas, producer prices, and production subsidies for tomatoes 1991 August 12 
or processing. 


rae 
Mediterranean Processed Tomato Product Situation and Outlook 1991 July 21 
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* Greece 
Tomatoes for Processing Up sont eay Again in 1990 
Mediterranean Processed Tomato Product Situation and 


* Israel 
Tomatoes for meses Up Sharply Again in 1990 
Mediterranean Processed Tomato Product Situation and 


* Ital 
Tomatoes for Processin uP peter Again in 1990 
Mediterranean Processe omato Product Situation and 


* Mexico 
Tomatoes for Processing Up Sharply Again in 1990 


* Portugal 
Tomatoes for ened Up Sharply Again in 1990 
Mediterranean Processe omato Product Situation and 


* Spain 
Tomatoes for meccesesng Up aeere ly Again in 1990 
Mediterranean Processed Tomato Product Situation and 


* Taiwan 
Tomatoes for Processing Up Sharply Again in 1990 


* Turke 
Tomatoes’ for Beopeeeany 2 pote Again in 1990 
Mediterranean Processe omato Product Situation and 


* United States 2 ; 
Tomatoes for Processing Up Sharply Again in 1990 


* Venezuela | ; 
Venezuela may import tomato paste for the first time 
** Tomatoes, canned 


* 


lunga 
The Government of Hungary announced that permits are 
services. 


Outlook 


Outlook 


Outlook 


Outlook 


Outlook 


Outlook 


Year 


in several years because of a short 1991 tomato crop. 1991 


no longer needed to import and export most goods and 1991 


neettal 

Mediterranean Processed Tomato Product Situation and Outlook 1991 

- ee : 5 

Mediterranean Processed Tomato Product Situation and Outlook 1991 

** Walnuts 

* China , 

World Walnut Situation 1991 

* France : : : 

Tree Nut Semiannual Situation and Outlook 1991 

World Walnut Situation 1991 

* India : \ 

World Walnut Situation 1991 

r Pawekte ti f the ECT Nut Pr in Spain and Italy 1991 

ementation o e ree ogram in 

World Walnut Situation . E 1991 

* Korea . ¥ ; 

Korea liberalizes imports of horticultural products. 1991 

* Spain : 2 

Implementation of the EC Tree Nut Program in Spain and Italy 1991 

* Turke 

World Wainut Situation 1991 

* United States : 

The value of U.S. walnut exports increased dramatically in the 1991 marketing year (August-—July). 1991 

xk Wine 

* Brunei ; ’ : ; ; 

The Government of Brunei prohibited the import of all types of alcoholic beverages into Brunei as of 1991 

December 1, 1990. 

areican’ j ts to the Ynited States increased by 75 percent 1991 
ilean wine exports to 2 ; 

Chilean wine producers are concentrating increasingly on export markets. 1991 

* Costa Rica 

United States increases market share in the Costa Rican wine market. 1991 

* European Communit Y ; : 

EPA established interim tolerance for procymidone residues in wine. 1991 
e Evolving Wine Market in the European Community 1991 

* France. F ; : 

The Evolving Wine Market in the European Community 1991 

* Hong Kon 

Hong Keng bas increased duties on alcoholic beverages by 15 percent. 1991 

* Hungary ; : 

The Government of Hungary announced that permits are no longer needed to import and export most goods and 1991 

services. 

7 : 

Sie iicdonssian wine market is a small but growing one, with increased potential for the future. 1991 

SeeeL cal J ; 

The Evolving Wine Market in the European Community 1991 

* Mexic ; ; 

U.S. wines play a larger role in the Mexican wine trade. 1991 
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* Netherlands Piet +e 
The Netherlands has emerged as a promising market for U.S. wines. 


- epee . ; F : 
The Evolving Wine Market in the European Community 


* Sweden , Oe 
The Swedish alcohol beverage system is beginning to open up. 


* United States : ' ; 
United States increases market share in the Costa Rican wine market. 
Chilean wine exports to the United States increased by 75 percent 


nt. 
U.S._wine exports set another record in 1990, reaching almost $126.8 million, eclipsing the 1989 record of 


$98.7 million. : ; i 

U.S. wines play a larger role in the Mexican wine trade. ; : 
EPA established interim tolerance for procymidone residues in wine. 
The Evolving Wine Market in the European Community 


** Zucchini 
* Hunga 


The Government of Hungary announced that permits are no longer needed to import and export most goods and 


services. 
INDEX BY SUBJECT 
** Anti-dumping 
* Canada 


Canada’s International Trade Tribunal (CITT) plans to remove anti-dumping duties on U.S. imports of yellow 


onions. 


Revenue Canada, Customs and Excise, announces new "normal values" used to calculate anti-dumping duties on 


imports of U.S. Delicious apples, effective November 21, 1991. 


* New Zealand eae 
On November 22, the Commerce Department announced a prelimina 


from New Zealand are being sold in the United States at less than fair value. 


* United States 


Canada’s International Trade Tribunal (CITT) plans to remove anti-dumping duties on U.S. imports of yellow 


onions. 


Revenue Canada, Customs and Excise, announces new "normal pense used to calculate anti-dumping duties on 


imports of U.S. Delicious apples, effective November 21, 15 
On November 22, the Commerce Department announced a preiimina 


from New Zealand are being sold in the United States at less than fair value. 


** Bilateral agreements 


* Argentina 
The Ch 


can be completed. 
<A ChL 


* Antigua and Barbuda ' ; ; meee ie 
U.S. Horticultural Trade With Caribbean Basin Initiative Beneficiary 
Update on U.S. Horticultural Imports from Caribbean Basin Initiative 


* Aruba 
U.S. Horticultural Trade With Caribbean Basin Initiative Beneficiary 
Update on U.S. Horticultural Imports from Caribbean Basin Initiative 


* Bahamas 
U.S. Horticultural Trade With Caribbean Basin Initiative Beneficiary 
Update on U.S. Horticultural Imports from Caribbean Basin Initiative 


* Barbados 
U.S. Horticultural Trade With Caribbean Basin Initiative Beneficiary 
te on U.S. Horticultural Imports from Caribbean Basin Initiative 


* Belize 
U.S. Horticultural Trade With Caribbean Basin Initiative Beneficiary 
Update on U.S. Horticultural Imports from Caribbean Basin Initiative 


* Costa Rica 
U.S. Horticultural Trade With Caribbean Basin Initiative Beneficiary 
te on U.S. Horticultural Imports from Caribbean Basin Initiative 


* Dominica 
U.S. Horticultural Trade With Caribbean Basin Initiative Beneficiary 
Update on U.S. Horticultural Imports from Caribbean Basin Initiative 


* Dominican_Republic : ; 4 ete =h3)) 
U.S. Horticultural Trade With Caribbean Basin Initiative Beneficiary 
te on U.S. Horticultural Imports from Caribbean Basin Initiative 


* El Salvador 
U.S. Horticultural Trade With Caribbean Basin Initiative Beneficiary 
Update on U.S. Horticultural Imports’ from Caribbean Basin Initiative 


* Grenada 
U.S. Horticultural Trade With Caribbean Basin Initiative Beneficiary 
Update on U.S. Horticultural Imports from Caribbean Basin Initiative 


* Guatemala 
U.S. Horticultural Trade With Caribbean Basin Initiative Beneficiary 
Update on U.S. Horticultural Imports from Caribbean Basin Initiative 


* 


Guyana 
U.S. Horticultural Trade With Caribbean Basin Initiative Beneficiary 
Update on U.S. Horticultural Imports from Caribbean Basin Initiative 


* Haiti 
U.S. Horticultural Trade With Caribbean Basin Initiative Beneficiary 
te on U.S. Horticultural Imports from Caribbean Basin Initiative 


* Honduras 
U.S. Horticultural Trade With Caribbean Basin Initiative Beneficiary 
te on U.S. Horticultural Imports from Caribbean Basin Initiative 


* Jamaica 
U.S. Horticultural Trade With Caribbean Basin Initiative Beneficiary 
Update on U.S. Horticultural Imports from Caribbean Basin Initiative 
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ilean agricultural sector is upset over the Chile-Argentina agreement. . 
The Chilean National Farmers Society requested that the Chile-Argentina agreement be held up until a study 
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Title of update or article 
* Montserrat 


U.S. Horticultural Trade With Caribbean Basin Initiative Beneficiary Countries, 1990 

Update on U.S. Horticultural Imports from Caribbean Basin tnitiative Countries’ 

libmuiare auleercl trade with caribbe in Init £ 9 

-S. Horticultural Trade Wi ar an Basin Initiative Beneficiary Countries, 1990 

Update on U.S. Horticultural Imports from Caribbean Basin Tnitiative Countries’ 

* micaregus , : 

U.S. Horticultural Trade With Caribbean Basin Initiative Beneficiary Countries, 1990 

Update on U.S. Horticultural Imports from Caribbean Basin Initiative Countries 

* Panama : F 

U.S. Horticultural Trade With Caribbean Basin Initiative Beneficiary Countries, 1990 

Update on U.S. Horticultural Imports from Caribbean Basin Initiative Countries 

* St. Christopher & Nevis. : , Pet 

U.S. Horticultural Trade With Caribbean Basin Initiative Beneficiary Countries, 1990 

Update on U.S. Horticultural Imports from Caribbean Basin Initiative Countries 

* St. Lucia , ’ ; 

U.S. Horticultural Trade With Caribbean Basin Initiative Beneficiary Countries, 1990 

Update on U.S. Horticultural Imports from Caribbean Basin Initiative Countries 

* St. Vincent ; 

U.S. Horticultural Trade With Caribbean Basin Initiative Beneficiary Countries, 1990 

Update on U.S. Horticultural Imports from Caribbean Basin Initiative Countries 

* Trinidad & Tobago Y : ; cen 

U.S. Horticultural Trade With Caribbean Basin Initiative Beneficiary Countries, 1990 
te on U.S. Horticultural Imports from Caribbean Basin Initiative Countries 

* United States A ; ‘ 

U.S. Horticultural Trade With Caribbean Basin Initiative Beneficiary Countries, 1990 

Update on U.S. Horticultural Imports from Caribbean Basin Initiative Countries 

* Virgin Islands, British, ; é Pare. ra ser 

U.S. Horticultural Trade With Caribbean Basin Initiative Beneficiary Countries, 1990 
te on U.S. Horticultural Imports from Caribbean Basin Initiative Countries 


** Captan 
* Australia P . P ‘ 
Australia bans imported strawberries with Captan residues. 


** Citrus Canker 


* Mexico 
On July 23, USDA lifted import restrictions on citrus fruit from Mexico imposed under citrus canker 


regulations. 


* United States | : y f 7 : ‘ 
On July 23, USDA lifted import restrictions on citrus fruit from Mexico imposed 
regulations. 


kk 


under citrus canker 


Drought 


e reece 
The drought in Greece affects many horticultural products. 


* Israel 
The continuing drought in Israel may cause smaller plantings of summer crops. 
The Israeli Government is further restricting water supplies to farmers. 


* Mexico 

The citrus crop in Mexico in 1991/92 (November—October) has been affected by a drought. 
**x Export credits 

* Colombia A , : — 

U.S. horticultural products to Mexico, Venezuela, Colombia, and Kuwait are eligible for export 
guarantees. 


credit 


* Kuwait 
U.S. horticultural products to Mexico, Venezuela, Colombia, and Kuwait are eligible for export 
guarantees. 


credit 


* Mexico ; 
U.S. horticultural products to Mexico, Venezuela, Colombia, and Kuwait are eligible for export credit 


guarantees. 


* Soviet Union : : ; f 
Spain recently sold 2,300 metric tons of shelled hazelnuts to the Soviet Union under a Spanish 
credit program. 


* United States t vs 
U.S. horticultural products to Mexico, Venezuela, Colombia, and Kuwait are eligible for export 
guarantees. 


Government 


credit 


* Venezuela : : ' ne 
U.S. Bones cus estes products to Mexico, Venezuela, Colombia, and Kuwait are eligible for export 
guarantees. 


xk 


credit 


Export licensing 


* 
The Goverhment of Hungary announced that permits are no longer needed to import and export most goods and 
services. 


** Export subsidies 


* Colombi 

Esisobie reduces export subsidies and tariffs for horticultural products. 

zi k ee 

attkey his reduced the total number of agricultural commodities receiving export subsidies from 116 to 89. 
for lood 


e ; 
Witeding in the Mexican state of Sinaloa during late December 1990 has damaged an estimated 3,000 hectares 
of vegetables. 
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Title of update or article 
** Food Aid 


* Soviet Union 
Spain donates oranges to the USSR. 


* Spain 
Spain donates oranges to the USSR. 
** §6Freeze 


* Belgium ? F . 
The European freeze in April and May damaged many horticultural crops. 


x aria 
The European freeze in April and May damaged many horticultural crops. 


* France 
The European freeze in meets and May damaged many horticultural crops. 
French dried prune production hit by cold weather, causing reduction from last year. 


* Germany ; ¥ , 
The European freeze in April and May damaged many horticultural crops. 


* Netherlands . : ’ 
The European freeze in April and May damaged many horticultural crops. 


* Romania ’ . i 
The European freeze in April and May damaged many horticultural crops. 
x 


Spain 
The Buropean freeze in April and May damaged many horticultural crops. 


* Switzerland E ; 
The European freeze in April and May damaged many horticultural crops. 


* United Kingdom . : . 
The European freeze in April and May damaged many horticultural crops. 


* United States 
A freeze in California has reduced U.S. orange Seba ee and will adversely affect fresh orange exports. 
U.S. citrus exports are expected to decrease in 1990/91. 


* Yugoslavia 2 ’ : 
The European freeze in April and May damaged many horticultural crops. 


** GSM-102 export-—credit guarantees 


* Colombia 
U.S. ne resCuLeGrsy exports to Mexico, Venezuela, Colombia, and Kuwait are eligible for export credit 
guarantees 


* Kuwait 
U.S. eee exports to Mexico, Venezuela, Colombia, and Kuwait are eligible for export credit 
guarantees 


* Mexico 
U.S. Peptic RE exports to Mexico, Venezuela, Colombia, and Kuwait are eligible for export credit 
guarantees 


* Venezuela 
U.S. Deena exports to Mexico, Venezuela, Colombia, and Kuwait are eligible for export credit 
guarantees 


* Soviet Union : : 
Export credit guarantees have been extended to the Soviet Union for almonds. 


** Import ban 

* Brunei ; ee ; : ; ; 

The Government of Brunei prohibited the import of all types of alcoholic beverages into Brunei as of 
December 1, 1990. 


* Mexico 
Mexico closes, then reopens, border to U.S. peaches. 


* Philippines aa , , ; ' ” ' 
The Government of the Philippines lifted its import ban on California fruit. 


* South Africa, , a 
United States lifts import ban on South Africa. 


* Thailand . ; : Pao 
Thailand recently lifted its import ban on single-strength fruit juices. 


* United States . 
United States lifts import ban on South Africa. 


** Import licensing 


* Hunga 
The Government of Hungary announced that permits are no longer needed to import and export most goods and 
services. 


x gadis ; q : 
India suspends issuance of import licenses for almonds. 


* Korea ; ‘ . 
Korea liberalizes imports of horticultural products. 


* Mexico 
Mexico suspends import license requirement for peaches and nectarines. 


* Norway . , 
Norway detains some U.S. pear shipments. 
The opening date for pear imports in Norway has changed. 


** Import surcharge 


* Hong Kon 4 y : 
Hong Kong has increased duties on alcoholic beverages by 15 percent. 


* Philippines 
The Government of the Philippines has imposed an additional 9-percent import surcharge. 
Philippine import surcharge reduced from 9 to 5 percent. 
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Title of update or article 


* Turkey : 
Turkey increased import surcharges on preserved vegetables, fruits, and nuts. 


** Labeling 


* European Community . 
ape eee ee a cree. community Vee aoe en anole aoee labeling directive. 
wo re —wi i i 
Pe alceocrsehlceorions repose gulations designe © provide Community-wide protection for quality 
* Japan 


peoligelens ee 1, 1991, all processed food products sold in Japan will be subject to new labeling 


Japan will implement new beverage can labeling regulations. 
** Land reform 


* Mexico 
During the week of November 4, Mexican President Salinas dt i 
trate Teac actelsvsten inven ese propose o the Mexican Congress a reform of the 


** Marketing activities 


* Australia 
Horticultural Trade and Outlook for East Asia and Oceania 


* Canada 
A Canadian report recommends formation of a national marketing agency for apples. 


* Netherlands | . ' 
Dutch trades assist Florida winter tomato exports to the European market. 


* New Zealand 
The New Zealand Trade Development Board plans to upgrade local Singapore representation. 


* Singapore 
The New Zealand Trade Development Board plans to upgrade local Singapore representation. 


* United States. 
Dutch trades assist Florida winter tomato exports to the European market. 
USDA Market Development Programs 


** Pesticides 


* Japan 
Improper pesticide use diminishes the record onion crop in Japan. 


* Taiwan | : ; 
Taiwan claims U.S. grapes are poisoned by pesticides. 


** Phytosanitary standards 


* Korea 
The U.S./Korea Standards Group met December 14 in Seoul. 


* New Zealand : 
USDA has proposed that fresh avocados from New Zealand be allowed to enter the United States. 


* United States , 
The U.S./Korea Standards Group met December 14 in Seoul. ; 
USDA places limited restrictions on Canadian potatoes because of outbreak of virus. 


** Procymidone 


* European Community. ; p ; , 
EPA established interim tolerance for procymidone residues in wine. 


** Production support 


* Canada 
Canada’s National Tripartite Stabilization Committee has announced the final stabilization payouts to 
apple growers for their 1989 crop. 


* Ital 
The EC Ynanges maximum allowable aid for Tree Nut Program. 
Implementation of the EC Tree Nut Program in Spain and Italy 


* Spain 7 : 
The Ee changes maximum allowable aid for Tree Nut Program. 


** Standards 


* Korea P 
The U.S./Korea Standards Group met December 14 in Seoul. 
** Tariff reduction 


* Bolivia 
The European Communit Ane) special trade preference program for Colombia, Peru, Bolivia, and Ecuador took 
effect November 13, 1990. 


* Colombia 

Colombia reduces export subsidies and tariffs for horticultural products. ~ 

The European Communit Bec) special trade preference program for Colombia, Peru, Bolivia, and Ecuador took 
effect November 13, 1990. 


* Ecuador A 
The European oe Ane) 
effect November 13, 1990. 


special trade preference program for Colombia, Peru, Bolivia, and Ecuador took 


* European ae 
The Be pean Communi 
effect November 13, 199 


* I 7 
Bie ree te announces a major import deregulation package for fresh fruit and other horticultural products. 


eh special trade preference program for Colombia, Peru, Bolivia, and Ecuador took 


* Peru : 
The oe rean Syn 


special trade preference program for Colombia, Peru, Bolivia, and Ecuador took 
effect vember 13, 1 


* Sweden . ; 
Sweden will lower its border protection on agricultural products. 
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Title of update or article 
** Tariffs 


* Mexico . i 
Tariffs and Trade: U.S. and Mexican Horticultural Products, 1989-90 


* Philippines ' . nae ; 
The Philippine tariff schedule for agricultural commodities has been revised. 


* United States : ; 
Tariffs and Trade: U.S. and Mexican Horticultural Products, 1989-90 


** U.S./Canada FTA 


* Canada 

Canada imposes a "snapback duty" on U.S. fresh peaches. . 

Canada extends "snapback duty" on U.S. fresh peaches to western region. 

Canada invokes "snapback duty" on fresh tomatoes imported from the United States. 

Be tgcc ave: Sercensen 27, the Canadian "snapback duty” on U.S. fresh peaches was removed for the central 
art o e country. 

Effective Septenbey 20, the Canadian "snapback duty" on fresh tomatoes was removed. 


* United States 

Canada imposes a "snapback duty" on U.S. fresh peaches. , 
Canada extends "snapback anes on U.S. fresh peaches to western region. 
Effective September 20, the Canadian "snapback duty" on fresh tomatoes 


** U.S./EC Canned Fruit Agreement 


was removed. 


* European Community . 
The U.S./EC Canned Fruit Agreement 


x* Whitefly 


* Mexico 
A whitefly infestation is affecting fruit and vegetable crops in Sonora, Mexico. 
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